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evr i. FORWARDS FOLLOWING CAMERA OPERATION — 
REPORT. 
2A. MISSION 3429 

+. ROLL "L" EXPOSURES 2188-2422 HAVE SPLASHES OF MOISTURE 
PROCESSED ON THE FILM. PROBABLE CAUSE-MOISTURE CONDELSAT ION. 

2. ROLL "R" (A) IMAGE CUT OFF APPROX 1/8 INCH ON DATA 
CHAMBER SIDE. (8) TWO LIGHT LEAK STREAKS APPROX 7 INCH LONG 
DIRECTLY ABOVE THE LETTER "R" OF THE DATA CHAMBER. (C) FACTORY 
SPLICE {N EXPOSURE 1962 F 

3. NO EVICENCE OF VACUM FAILURE OR TEARS 

4. ALL CREASES IN THE FILM OCCURRED DURING FILM PROCESSING 
AND WERE ELIMINATED AS SCOM AS POSSIBLE. 

5. PROCESSING DATA MISSION 342%, 3219, 3018., 

DEVELOPER D°19 REVLENISHER D°19 25% CC/ MIN 
PROCESSING SPEED 5 FT / MIN 68 DEGREES F 


bie. GAMMA LOW 1.8% HIGH 2.93 
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2B. MISSIONS 3218 AND 3019 
1. #4, FEW MINOR CREASES WERE CAUSED IN THE FILM PROCESSOR. 


@. NO EVIDENCE OF VACUUM FAILURE OR TEARS. 
3. PROCESSING DATA SAME .AS FOR MISSION 3824, 
| END OF MESSAGE 


